?★  COUTS  MEMORIAL  METHODIST  CHURCH  .^''"TrU^^^ 
*  800  North  Elm  Street  ^^-^VO^ 
★  WEATHERFORD,  TEXAS  ^  ^ 

^     The    church    was    organized    in    November    of    1891.    The  >^ 

-  present    ecJucational    unit    was    completed    in    1954    and  the 
^  Sanctuary  and  Chapel  in  1957. 

Serving  Methodists  of  Weatherford  and  Parker  Co 
jrch  has  a  membership  of  800. 
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